Attachment C to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by Phiiip 
Morris Incorporated to the Massachusetts Department of Public Health 



% SOM 

TAR, 

NICOTINE, 


(YEAR ENDING 

MG/CIGT 

MG/CIGT 

BRISTOL LOWEST KFSP 

1997) 

0.0006 

1 

0.1 

CAMBRIDGE LOWEST KFSP 

0.0142 

1 

0.1 

MERIT ULTIMA KFHP 

0.0453 

1 
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MERIT ULTIMA KFSP 

0.0479 

1 

0.1 

BRISTOL LOWEST 100FSP 

0.0012 

2 

0.2 

CAMBRIDGE LOWEST 100FSP 

0.0409 
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0.2 

MERIT ULTIMA 100FHP 

0.0447 
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0.2 

MERIT ULTIMA 100FSP 
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2 

0.2 

MERIT ULTRA LIGHTS MENTHOL KFMSP 

0.0999 

4 

0.4 

BRISTOL ULTRA LIGHTS 100FSP 

0.0055 

5 

0.5 

CAMBRIDGE ULTRA LOW TAR 100FSP 

0.2052 

5 

0.5 

MERIT ULTRA LIGHTS KFHP 

0.2726 

5 

0,5 

MERIT ULTRA LIGHTS KFSP 

0.3335 

5 

0.5 

MERIT ULTRA LIGHTS MENTHOL 100FMSP 

0.0893 

5 

0.5 

VIRGINIA SLIMS SUPERSUMS MENTHOL 100FMHP 

0.0936 

5 

0.5 

VIRGINIA SLIMS ULTRA LIGHTS 100FHP 

0.3154 

5 

0.5 

BENSON & HEDGES DELUXE ULTRA LIGHTS 100FHP 

0.4151 

6 

0.5 

BENSON & HEDGES DELUXE ULTRA LIGHTS 

0.3407 

6 

0.5 

MENTHOL 100FMHP 

3EST BUY ULTRA LIGHTS 100FSP 

0.0162 

6 

0.5 

BEST BUY ULTRA LIGHTS KFSP 

0.0074 

6 

0.5 

GENCO ULTRA LIGHTS 100FSP 

0.0279 

6 

0.5 

GENCO ULTRA LIGHTS KFSP 

0.0180 

6 

0.5 

MERIT ULTRA LIGHTS 1QQFHP 

0.1387 

6 

0.5 

SHIELD ULTRA LIGHTS 100FSP 

0.0034 

6 

0.5 

SHIELD ULTRA LIGHTS KFSP 

0.0017 

6 

0.5 

VIRGINIA SLIMS SUPERSLIMS 100FHP 

0.0542 

6 

0.5 

VIRGINIA SLIMS ULTRA LIGHTS MENTHOL 1Q0FMHP 

0.2700 

6 

0.5 

MERIT ULTRA LIGHTS 1Q0FSP 

0.2878 

S 

0,6 

MERIT FILTER KFHP 

0.1688 

7 

0.6 

MERIT FILTER KFSP 

0.2773 

7 

0.6 

MERIT MENTHOL KFMSP 

0.0498 

7 

0.6 

VIRGINIA SLIMS LIGHTS 100FHP 

0.2976 

8 

0.7 

VIRGINIA SLIMS LIGHTS MENTHOL 100FMHP 

0.3294 

8 

0.7 

ALPINE LIGHTS MENTHOL KFMHP 

0.0023 

9 

0.7 

ALPINE LIGHTS MENTHOL KFMSP 

0.0398 

9 

0.7 

MERIT MENTHOL 100FMSP 

0.0460 

9 

0.7 

PARLIAMENT LIGHTS KFHP 

0 4317 

9 

0.7 

PARLIAMENT LIGHTS KFSP 

0 0918 

9 

0.7 

ALPINE LIGHTS MENTHOL 10QFMSP 
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MERIT 1C0FSP 
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Attachment C to December 1. 1998 annual report of Nicotine Yield Rating Information submitted by Philip 
Morris Incorporated to the Massachusetts Department of Public Health 



% SOM 

TAR, 

NICOTINE, 


(YEAR ENDING 
1997) 

MG/CIGT 

MG/CIGT 

BRISTOL LIGHTS MENTHOL KFMSP 

0.0036 

10 

0.7 

CAMBRIDGE LIGHTS 100FSP 

0.2639 

10 

0.7 

CAMBRIDGE LIGHTS KFSP 

0.1712 

10 

0.7 

CAMBRIDGE LIGHTS MENTHOL 100FMSP 

0.1465 

10 

0.7 

CAMBRIDGE LIGHTS MENTHOL KFMSP 

0.0509 

10 

0.7 

PARLIAMENT LIGHTS MENTHOL KFMHP 

0.0262 

10 

0.7 

PLAYERS LIGHTS 25’S KFSP 

0.0016 

10 

0.7 

PLAYERS LIGHTS 25’S MENTHOL KFMSP 

0.0009 

10 

0.7 

BENSON & HEDGES LIGHTS 100FSP 

0.2035 

10 

0.8 

BENSON & HEDGES LIGHTS MENTHOL 100FMHP 

0.0629 

10 

0.8 

BENSON & HEDGES LIGHTS MENTHOL 100FMSP 

0.2452 

10 

0.8 

BENSON & HEDGES MULTIFILTER KFSP 

0.0101 

10 

0.8 

BRISTOL LIGHTS MENTHOL 100FMSP 

0.0068 

10 

0.8 

BUCKS LIGHTS KFSP 

0.0046 

10 

0.8 

PLAYERS LIGHTS 25’S 100FSP 

0.0128 

10 

0.8 

PLAYERS LIGHTS 25'S MENTHOL 100FMSP 

0.0075 

10 

0.8 

BENSON & HEDGES LIGHTS 100FHP 

0.0481 

10 

0.9 

BEST BUY LIGHTS KFSP 

0.0128 

11 

0.7 

BEST BUY LIGHTS MENTHOL KFMSP 

0.0078 

11 

0.7 

COLLECTORS CHOICE VISTA LIGHTS KFHP 

0.0011 

11 

0.7 

GENCO LIGHTS KFHP 

0.0037 

11 

0.7 

GENCO LIGHTS KFSP 

0.0199 

11 

0.7 

GENCO LIGHTS MENTHOL KFMSP 

0.0131 

11 

0.7 

SHIELD LIGHTS KFSP 

0.0027 

11 

0.7 

SHIELD LIGHTS MENTHOL KFMSP 

0.0017 

11 

0.7 

BEST BUY LIGHTS 100FSP 

0.0191 

11 

0.8 

BEST BUY LIGHTS MENTHOL 10GFMSP 

0.0139 

11 

0.8 

BRISTOL LIGHTS 100FSP 

0 0112 

11 

0.8 

GENCO LIGHTS 100FSP 

0.0234 

11 

0.8 

GENCO LIGHTS MENTHOL 100FMSP 

0.0174 

11 

0.8 

PLAYERS MENTHOL KFMHP 

0.0042 

11 

0.8 

SHIELD LIGHTS 1G0FSP 

0.0031 

11 

0.8 

SHIELD LIGHTS MENTHOL 1QQFMSP 

0.0023 

11 

0.8 

PARLIAMENT LIGHTS MENTHOL 100FMHP 

0.0060 

11 

0.9 

PLAYERS KFHP 

0.0051 

11 

0.9 

PARLIAMENT LIGHTS 100FSP 

0.2542 

12 

1.0 

PLAYERS 1Q0FHP 

0.0045 

13 

1.0 

PLAYERS MENTHOL 100FMHP 

0 0030 

13 

1.0 

BUCKS FILTER KFSP 

0 0041 

14 

1.0 

SARATOGA 120FHP 

0 0601 

14 

1.1 

SARATOGA MENTHOL 120FMHP 

0.0232 

14 

1.1 

VIRGINIA SLIMS 1Q0FSP 

0 2956 

14 

1,1 
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VIRGINIA SLIMS LIGHTS MENTHOL 120FMHP 

ALPINE MENTHOL KFMSP 

BEST BUY 100FHP 

BEST BUY 100FSP 

BEST BUY KFHP 

BEST BUY KFSP 

BEST BUY MENTHOL 100FMHP 

BRISTOL FULL FLAVOR 100FSP 

CAMBRIDGE FULL FLAVOR 100FSP 

CAMBRIDGE FULL FLAVOR KFSP 

GENCO 100FHP 

GENCO 100FSP 

GENCO KFHP 

GENCO KFSP 

SHIELD 100FSP 

SHIELD KFSP 

ALPINE MENTHOL 100FMSP 
BENSON & HEDGES 100FHP 
BENSON & HEDGES 100FSP 
JENSON & HEDGES MENTHOL 100FMHP 
BENSON & HEDGES MENTHOL 100FMSP 
VIRGINIA SLIMS LIGHTS 120FHP 
VIRGINIA SLIMS MENTHOL 100FMSP 
ALPINE MENTHOL KFMHP 
BEST BUY MENTHOL 100FMSP 
BEST BUY MENTHOL KFMSP 
BRISTOL FULL FLAVOR KFSP 
GENCO MENTHOL 100FMSP 
GENCO MENTHOL KFMSP 
SHIELD MENTHOL 100FMSP 
SHIELD MENTHOL KFMSP 
BENSON & HEDGES KFHP 
COMMANDER RNFSP 
PLAYERS NAVY CUT RNFHP 
BEST BUY KNFSP 
GENCO KNFSP 
SHIELD KNFSP 
ENGLISH OVALS KNFHP 
BRISTOL KNFSP 
COMMANDER KNFSP 
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NICOTINE, 
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MG/CIGT 
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0.0051 
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15 
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0.0433 

15 
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0.0881 

15 
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0.2887 
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1.1 

0.0867 

15 

1.1 

0.4264 

15 

1.1 

0.2722 

15 

1.1 

0.2775 

15 

1.1 

0.0013 

16 

1.0 

0.0387 

16 

1.0 

0.0140 

16 

1.0 

0.0112 

16 

1.0 

0.0128 

16 

1.0 

0.0071 

16 

1.0 

0.0038 

16 

1.0 

0.0023 

16 

1.0 

0,0023 

16 

1.1 

0.0018 

22 

1.4 

0 0010 

23 

1.6 

0 0107 

24 

1.6 

0 0062 

24 

1.6 

0.0017 

24 

1.6 
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25 

2.0 

0.0037 

27 

1.7 

0 0140 

27 
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